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UNITED STATES INTELLIGENCE BOARD 
INTELLIGENCE INFORMATION HANDLING COMMITTEE 
System De sign and Development Subcommittee 
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MEMORANDUM FOR: 

Chairman, IHC 

SUBJECT : 

Forwarding of Standard for Armed Services 

Grade 

REFERENCE : 

(a) 

IHC D-126/11, 30 December 1969 


00 

IHC-D-126/13 , 28 January 1970 


(c) 

fSq’S"i°/oS 4 August 1972 , with attachment 
(SD§DS-SP-MM- 22 , 24 August 1972) 


jr 1, Attachment (1) to Reference (a) suggested a procedure 
for forwarding standards approved by the System Design and De 
^N°P”-S nt Subcommittee to the IHC. Reference (b) lit 

Ajenc? fARAl iirS Ce ( genCy as the Assigned Responfible 

vi?es Cra^rS h ^ e y el °P m ent of a standard for Armed Ser- 
vices Grade (Foreign Military Ranks). 


-j ? * _ A11 Preliminary work on this standard has been com- 

out the iit e ir ndard haS bSen several times coordinated through- 
?nsnq h ? in ^ elll genc e community, both at the Standards Panel and 

Pane! (HelerLce c? 1,6611 previousl y a PP™ved by the Standards 


3. The SD§DS 
October 1972. We 
approval as a USIB 


approved this standard at its meeting of 11 
are hereby forwarding it to the IHC for final 


cn airman 
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